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Revision: C 
_ EQUIPMENT LIST III 
FLY AWAY KIT FOR SYSTEM 3 

ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Board, Etched Assembly, O2A $ 209.58 af $ 209.58 
Board, Etched Assembly, O02eB DELETE 
Board, Etched Assembly, 02B, M-1 363.50 1 363.50 
Board, Etched Assembly, 02C DELETE 
Board, Etched Assembly, 02C, M-1 363.50 a 363.50 
Board, Etched Assembly, 02D | DELETE 
Board, Etched Assembly, O2D, M-1 363.50 1 363.50 
Board, Etched Assembly, 03 DELETE 
Board, Etched Assembly, 03, M-1 1,126.00 a 1,126.00 
Board, Etched Assembly, O4 DELETE 
Board, Etched Assembly, O04, M-1 1,697.00 1 1,697.00 
Board, Etched Assembly, OLA. _ DELETE 
Board, Etched Assembly, O4A, M-1 1,313.00 A 1,313.00 
Board, Etched Assembly, 05 DELETE 
Board, Etched Assembly, 05, M-1 1,337-00 1 1, 337-00 
Capacitor, Tantalum, 8 MFD, 
180 V., MALLORY, Type XTL-8A 20.70 4 82.80 
Diode, HUGHES 6009 3.13 15 “46.95 
Diode, TEXAS INST. CO. 601C 3.60 10 36.00 
Diode, Power, TRANSITRON, Type 
1N341 15.00 2 30.00 
Diode, Silicon, HUGHES 6008 5.85 10 58.50 
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Revision: C 
EQUIPMENT LIST IIT 
FLY AWAY KIT FOR SYSTEM 3 

ESTIMATED. NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Fuse, Slo-Blo, 3AG, 3-2 Amp., tah 
LITTLEFUSE No. 31303.2 DELETE 
Resistor, Variable, BOURNS LABS 
50K No. 132-1-E~50000 7-55 2 15.10 
Thermostat, 20A-28V. DC, 2.5A- 
115 V. AC n.c., FENWAL No. 32000-1 DELETE 
Transistor, TEXAS INST. 903 9.65 5 48.25 
Transistor, TEXAS INST. 953 19.40 5 97.00 
Tube, Vacuum Type 6299 MIL-E 
1/404 (Navy) 56.00 2 112.00 
“tube , Vacuum Type 6021 per MIL-E-1B DELETE 
Tube, Vacuum Type 5899 pex MIL-E-1B DELETE 
Tube, Vacuum Type 5702 W A per 
MIL-E-1B DELETE 
Tube, Vacuum Type 5636 per MIL-E-1B DELETE 
Tube, Vacuum Type 5784 per MIL-E-1B DELETE 
Tube, Vacuum Type 6112 per MIL-E-1B DELETE 
Tube, Vacuum Type 6872 per MIL-E-1B 14.50 4 58.00 
‘Variductor, UTC No. HVC-7 9.00 1 9.00 
Decade Counter, HEWLETT-PACKARD ACHA h5 00 ne 45.00 
Diode, TEXAS INST. CO. 616C 4.75 4 19.00 
Diode, Type 1N21 2.00 4 8.00 
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Revision: C 


EQUIPMENT LIST III 
FLY AWAY KIT FOR SYSTEM 3 
MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS_ AMOUNT 
31 55010 Diode, HUGHES, Type 1N99 DELETE 
33 57043 Fuse, Slo-Blo, 3AG, 3.2 Amp., 

LITTLEFUSE No. 31303.2 DELETE 
34 59017 Pilot Lamp, 28 V., AN-3121-313 DELETE 
35 68026 Relay, POTTER-BRUMFIELD SM5DS DELETE 
36 45096 Tube, 604 DELETE 
37 45054 Tube, 5686 DELETE 
38 47 34h, Tube, SRUWGY DELETE 
39 45021 Tube, VR1L50/0D3 DELETE 
40 45028 Tube, L2AUT DELETE 
41 45024, Tube, 5670 DELETE 
he 45036 Tube, 6AL5 . DELETE 
43 45029 Tube, 1L2AT7 DELETE 
Yd 45057 Tube, 6486 DELETE 
45 45045 Tube, 5965 DELETE 
hG 45032 Tube, 2D21 DELETE 
47 45081 Tube, 12AX7 DELETE 
48 12004 Coaxial Jumper Assembly per 

‘Dwg. No. 50406869 , $ 6.00 12 $ 72.00 
hg 11034 Coaxial Assembly per Dwg. No. 

50406870=1 . 2.50 2 5.00 
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EQUIPMENT LIST IIL 
FLY AWAY KIT FOR SYSTEM 3 


. ESTIMATED NO. OF ESTIMATED 


NOMENCLATURE UNIT COST UNITS AMOUNT 


Coaxial Assembly per Dwe. 
No. 50406870-2 $ 2.50 2 $ 5.00 


Coaxial Assembly per Dwg. 
No. 50406870-3 2.50 2 5.00 


Coaxial Assembly per Dwg. 
No. 50406870-) 2.50 2 5.00 


‘Coaxial Assembly per Dwg. 


No. 50406870-5 2.50 2 5.00 


Coaxial Assembly per Dwe. 
No. 50406870-6 2.50 2 5.00 
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